Brief comment text:

I oppose the proposal by NextNav Inc. to reconfigure the 902-928 MHz band. Areas of this band are frequently utilized by Meshtastic and other amateur radio operators such as myself and reconfiguration of this bandwidth for use of GPS data transmission will certainly interfere with and reduce the ability for it to be utilized in its current capacity resulting in a tremendous cost to current users to reconfigure for alternative bandwidth transmission. Given the ongoing adoption of Mesh networks utilizing this frequency this would all but cripple a growing community of amateur radio operators further hurting the industry.
